
OFFICE O F THE MED ICA L EXA MINER 
DISTRICT ONE, FLORIDA 

Andrea N. Minyard, M.D. 

Chief Medical Examiner 



July 31,2019 

Office of the State Attorney 
190 West Government Street 
Pensacola, FL 32502 

Honorable William “Bill” Bddins: 

Effective September 30, 2019 at 4:00pm CSX, I am resigning my Interim appointment as Chief Medical 
Examiner of District 1. I want to thank the various agencies with whom I have worked, including the State 
Attorney’s Office, tlie Public Defender’s Office, Law Enforcement agencies, and Funeral Homes; but mostly, I 
want to thank my staff for their loyalty , dedication, and professionalism. Without them, I would have been 
unable to carry out my duties. 

I hope with new leadership, the county commissioners realize the problems diat the office faces—physician 
understaffing and an inadequate and overcrowded facility. District 1 is in desperate need of a consolidated 
office space to serve the current and lliture needs of our 4 county District and to attract competent physician 
medical examiners to our aiea. 

Respectfully, 


And! Minyard, MD 
Chief Medical Examiner 


Andrea N. Minyard, M.D. 

Chief Medical Examiner 
5151 North Ninth Avenue 
Pensacola, FE .'12504 
'i'EI..: <850) 416-7200 
F,\X: (850) 416-6475 


Jeffrey B. Martin 

Director 

206 Stair Drive 

Ft Walton Beach. Ff. .12548 

TEL: <8501651-7771 

FAX: (8:50) (.5 1-7775 



